





Removal 





1 Press protective padding off of window regulator. 





2 Pull protective padding toward knob and detach 
at opening (arrow). 


3 Take window regulator and spacer off of winding 
mechanism shaft. 
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Installation 





4 Install in reverse sequence. 
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